COLUMBIA, 


A-7—AERIAL VIEW OF FORT JACKSON, S. C. £ 
Fort Jackson, formerly known as Camp Jack- £ 
son, is located six miles from Columbia, S. C. ^ 
It is one of the major Army Posts established < 
in the present National Defense Program. 
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